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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 109422 TOSEC 040274 
ORIGIN ARA -10 

INFO OCT-01 ISO-OO SS-15 SSO-OO CCO-OO /026 R 

DRAFTED BY USOAS:MDION:MCH 
APPROVED BY USOAS:AMBASSADOR MCGEE 
USOAS:REWHITE (DRAFT) 

ARA/C AR : FTUMMINIA 
S/S RGAMBLE 

132337Z 115119/61 

O 132324Z MAY 77 ZFF4 
FM SECSTATE WASHDC 
TO USDEL SECRETARY IMMEDIATE 

CONFIDENTIAL STATE 109422 TOSEC 040274 

FOR THE SECRETARY FROM TARNOFF AND MCGEE 

E.O. 11652: GDS 

TAGS: PFOR, OAS, TD 

SUBJECT: SECRETARY'S TRAVEL TO OASGA 
REF: TOSEC 4034 

1 . I CALLED KEY OAS AMBASSADORS MORNING OF MAY 12 TO 
INFORM THEM OF YOUR DECISION TO ATTEND THE OASGA IN 
GRENADA. MOST EXPRESSED OPINION THEIR FOREIGN MINISTERS 
WOULD ALSO ATTEND. 

2. WE ARE PLANNING TO KEEP YOUR ATTENDANCE AT THE OASGA 
TO EXACTLY TWO DAYS. WHEREVER YOU STOP EN ROUTE, WE 
THINK YOU SHOULD ARRIVE IN GRENADA FOR LUNCH ON WEDNESDAY. 

JUNE 15, HOLD BILATERALS AND ATTEND INFORMAL DIALOGUE 
SESSIONS THAT AFTERNOON, ALL DAY THURSDAY, JUNE 16, 

AND LEAVE MID MORNING ON FRIDAY, JUNE 17. YOUR ACTUAL 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 109422 TOSEC 040274 

TIME IN GRENADA THUS WILL BE JUST SHORT OF 48 HOURS. CHRISTOPHER 
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